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Integrated Disease Surveillance Programme ®* C@V ID-19 © 
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Date: 16-02-2023 Health Bulletin Time: 6:00 PM 
BES en PE PP steiner Seid esky elas naion See eR ner eee ee 
1@) Positive Today: 01 WY Recovered Today: 00 
WR Death Today: 00 {Active Cases: 02 
S*“Y Sample Positivity today: 0.28% R% _ Recovery Percentage: 96.04% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104685 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100543 §=(96.04%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3805 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 335 = (0.32%) 
5. Number of samples found negative for COVID-19 today: 362 
6. Total number of samples sent for COVID-19 testing today: 351 
7. Total number of cumulative samples found negative since 01.01.2022: 1608222 
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Detailed Status of Sample Tested 


Negative Positive 


Negative Positive 


intact elena cdl| in last 24 |) < waulatve 
Since ee Since 
01.01.2022 our 01.01.2022 


Almora Le 
Haridwar 
Total 351 362 1608222 


Almora 4961 4524 0 4 433 
Bageshwar 2162 2057 0 0 105 
Chamoli 3380 3245 0 3 132 
Champawat 1994 1965 0 2 27 
Dehradun 39143 38455 1 212 475 
Haridwar 14128 13851 0 32 245 
Nainital 13565 13477 0 33 55 
Pauri Garhwal 5603 4543 1 21 1038 
Pithoragarh 2765 2606 0 4 155 
Rudraprayag 3065 2921 0 2 142 
Tehri Garhwal 2631 2163 0 8 460 
U.S. Nagar 9353 8995 0 8 350 
Uttarkashi 1935 1741 0 6 188 
Total 104685 100543 2 335 3805 
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COVID-19 STATUS SINCE 01.01.2023 


1@) Positive Today: 01 # Recovered Today: 00 

AR Death Today: 00 HQ Active Cases: 02 

1. Total cumulative Positive COVID-19 detected since 01.01.2023: 76 
2. Total Number of COVID-19 Patients Treated/ Cured since 01.01.2023: 100 
3. Total Number of COVID-19 patients migrated out of state since 01.01.2023: 04 
4. Total Number of COVID-19 Deaths since 01.01.2023: 02 
5. Number of samples found negative for COVID-19 today: 362 
6. Total number of samples sent for COVID-19 testing today: 351 
7. Total number of cumulative samples found negative since 01.01.2023: 24642 


Detailed Status of Sample Tested 


Negative ays Positive 
3 Positive 5 
Cumulative : Cumulative 
3 in last 24 é 
Since Since 


01.01.2023 OOS 01.01.2023 


Negative 
in last 24 
hours 


Almora 


Bageshwar 
Chamoli 
Champawat 
Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 
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COVID-19 Vaccination 


16 February 2023 


* Sessions Held Today: 51 
* Number of Beneficiaries Vaccinated Today: 284 
* Total Number of Beneficiaries Partially Vaccinated: 9117914 
* = Total Number of Beneficiaries Fully Vaccinated: 8728997 
*% = Total Number of Beneficiaries Given Precaution Dose: 2283687 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae a Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute is vrs | years ist | | years | ‘Et2tse | and bose | _ Dose es base nts eoenallese ie ueaee 
te oe pes pe eae Coverage | Coverage | Coverage | Coverage | Coverage | Coverage SSIES: end Boe 
Dose Dose Coverage | Coverage Dose 
Almora 21129 15820 29469 24857 385076 359753 6025 6035 9962 9770 99357 0 0 
Bageshwar 10540 9144 14158 13383 186482 173495 2515 2522 2323 2403 66597 0 0 
Chamoli 15250 15195 19751 19737 275409 273067 3988 4025 6494 6642 129701 0 0 
Champawat 11017 10185 13566 13212 185714 175842 2257 2325 7595 7613 48946 0 1 
Dehradun 74412 54062 104784 85310 1586885 | 1501836 37254 36771 30684 31373 455364 21 58 
Haridwar 76648 43870 84311 55514 1526121 | 1476938 17797 17690 48490 48525 379256 5 5 
Nainital 43302 38850 53799 50015 761234 747676 14198 14020 20121 20260 217012 2 1 
Pauri 22905 18164 32794 31227 456862 440798 7928 7957 7111 7211 155201 1 
Pithoragarh 16699 12980 23892 21315 329336 321147 4097 4116 8325 8428 79219 1 4 
Rudraprayag 9223 7414 12656 11261 174950 162035 2466 2458 2692 2717 61923 1 28 
Tehri 23949 22606 31393 30888 402586 373031 6254 6321 4932 5062 151341 0 0 
US Nagar 63557 56172 94009 93157 1364933 | 1400734 12514 12651 34825 34135 309510 6 150 
Uttarkashi 13680 11523 18344 17358 237774 229784 3464 3490 5004 5122 130260 0 0 
Total 402311 | 315985 | 532926 | 467234 | 7873362 | 7636136 | 120757 | 120381 | 188558 | 189261 | 2283687 | 37 247 


